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NARA RG104, Entry 1, Box 143 


Treasury Department, 
Bureau of the Mint, 
Washington, D.C., 
December 14, 1886 


Sir: 


In accordance with the information contained in your communication of the 13th instant 
the name of Franklin C. Garrigues, deceased, late Foreman in the Melting Room, Melter and 
Refiner’s Department of your Mint, will be dropped from the Official Register of this Bureau 
from the 11th instant. 


Very respectfully, 
Jas. P. Kimball 
Director. 


Hon. Daniel M. Fox 
Supt. Mint U.S. 
Philadelphia, Pa. 


